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, Foothills Pipe Lines cyukon) Ltd. 


Marcie coe soa 


mr. G. Yorke Slader 
secretary 

NATIONAL ENERGY BOARD 
Trebla Suilding 

473 Albert Street 
Ottawa, Ontario 

KIA OE5 
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Dear Mr. Yorke Slader: 


RE:) NATIONAL ENERGY 80ARD INFORMATION REQUEST 
“DATED MARCH 25, 1981 


IN THE MATTER OF the National Energy Board 
Act and the TEEPE Ons made thereunder, 
and the Northern Pineline Act; and 


IN THE MATTER OF a public hearing respect- 
ing the tolls to be charged by Foothills 
Pipe Lines (Yukon) Ltd. in the operation 
of its prebuild facilities and other 
related matters; and 


IN THE MATTER OF National Energy Board 
Information Request dated March tach, MELE 
pegtajnang to Order RH-3-61- 

ere NO. -) alo62-F6-2 


Foothills Pipe Lines (Yukon) Ltd. has prepared Volumes I and II of 
document entitled "Supplementary working Papers In Response To National 
Energy Board Information Request dated March 25, 1981". With respect 
to Board Requests Nos. 1 and 4, eight (8) copies of these additional 
working papers have been delivered to the Board, two {2} copies to 

the Northern Pipeline Agency and a copy has been made available for 
public viewing m our office in Calgary, in accordance with the 
instructions of the Board regarding working papers contained in its 
letter of February 4, 1981. 
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Please note that Volume I of this document provides a typical compressor 
Station (Station 42) cost estimate. Copies of drawings pertaining 

to tnis cost estimate will be supplied to the Northern Pipeline Agency 
on March 27, 1981. In addition, copies of drawings at the estimate 
preparation stage for Compressor Stations 367 and 394 will be provided 
to the Agency at that time. 


With respect to Board Requests Nos. 2 and 3, “current drawings” for 

the compressor stations, meter stations and South Saskatchewan River 
Crossing were not used by Foothills in the preparation of the final 
design cost estimates. Foothills drawings which were used to prepare its 
final design cost estimates have been provided to the office of the 
Northern Pipeline Agency in Calgary. 


Foothills believes that the additional working papers supplied in 
response to soard Requests Nos. 1 and 4 will enable the Board's advisors 
to reach a complete understanding of the method by which the estimates 
were prepared. ; 


As required, copies of both the letter from the Board dated March 

25, 1881 (attached) and this response have been served on those nariea 
in the Hearing Order, and a copy of these documents is available for 
public viewing in the offices of Foothills Pipe Lines (Yukon) Ltd. 
through myself. 


I trust this information meets your present requirements. Should you 


require further information or have comments on the enclosed material 
please so advise. 
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Supervisor, Government Approvals 
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NATIONAL ENERGY BOARD 


OTTAWA, ONTARIO 
KIA OES 


OFFICE NATIONAL DE UENERGIE 


OTTAWA, ONTARIO 
KIA OLS 


File No.: D1562-F6~-2 


?5 March 1981 


Mr. H.N.E. Habhs, 

Supervisor, Government Approvals, 
Foothills Pipe Lines (Yukon) Ltd., 
1600-205 Fifth Avenue S.W., 
Calgary, Alberta 
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Dear Mr. Hobbs: 


Re: Foothf{ils Pipe Lines (Yukon) Led. - Hearing - 
to be Held Pursuant to Order Na. RH-3-8]1 


SEWOTKIN GSS per sienmenmeameeay) Gk rae aeNe 


The Board, in its letter to the Company of 4 February 
1981, addressed to Mr. Murray E. Stewart, specified that the filing 
of working papers requested at that time was essential to the 
issues to he considered in the hearing to he held pursuant to 
RH-3-81. While the Company responded to this request with [ts 
Filing of 26 February 1981, consisting of six volumes of documents, 
the Board found tt necessary to issue three requests for additional 
information. The Company has responded to each,, but the responses 
to Infermation Request No. 1 and to Information Request No. 3 have 
proved {nadequate. 


You will find attached a detailed listing of the working 
papers which are required and which have yet to be received. Ta 
the extent that drawings are included in this J]ist of outstanding 
requirements, the filing of such drawings may be Limited to 
deliveries to the Northern Pipeline Agency's office in Calgary. 


The Board would Like to reiterate the fact that the avail- 
ability of all of these working papers is essential to the Roard's 
consideration of the Final Design Cost Estimates for the facilities 
to which they relate. Because of the time required for detailed 
review of these filings after receipt, the Board may find it 
necessary Co postpone that portion of the hearing to deaJ with 
these matters. The Board will announce the rescheduling of the 
corresponding portion of the hearing after the filing is received. 


Since this letter and any letter in reply thereto are 
considered by the Board to constitute part of the record in relation 
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to this hearing, copies of this letter and reply correspondence 
are to be served on those named in the Hearing Order or any amend- 
ments ta Lt which may he issued, and are to be avallable for public 


exam(nation. 
Sours CruLy. 


a Yate Sloan, 


Gee OCKCa acer. 
Secretary 
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Foothills Pipe Lines (Yukon) Led. 
Hearing Order No. RH-3-81 


Reference: Working Papers Final Design Cost Estimate 


Eastern Leg - Phase I - Zones 6 an! 9 
Working Papers Final Desipn Coast Estimate 


Western Leg - Phase I - Zone 8 - Kingsgate 
Meter Station 


The following working papers have not yet been 


received: 


1) 


3) 


All working papers supporting the direct and ind{rect cost 
cumponents of the Final Design Cost Estimates for Compressor 
Stations Nos. 367, 392, 394, In Zones 6 and 9. 


All current drawings for the Compressor Stations referred 
to in L) and in additton, the current drawings for the 
Kingsgate Meter Station in Zone &. 


The most current construction drawings for the South 
Saskatchewan River Crossing in Zene 6. 


With respect to the Pipeline Installation Costs in Zones 
6 and 9, details indicating how the costs for the following 


items were derived: 


a) Water crossings; 

b) Valve assemblies; 

c)} Mobilfzation and demobilization, 
dg) Contractor allowance; and 

e) Field superviston and inspection. 
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